TOTAL DORAL 

3MM SHARE OF VOLUME 

Low Sections* 


3MM SHARE 



Source: New—Nielsen 
*Based on Pyramid SDI 


Source: https://www.industrydocuments.ucsf.edu/docs/lhwn0004 




